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27 February 1950 


IMiORANDUM FOR: Executive 

Assistant Director, OCD 

Assistant Director, 00 

Assistant Director, ORE 

Assistant Director, 0S0 

Assistant Director, 0SI 

Assistant Director, 0PC 

Chief, Inspection and Security Staff 

SUBJECT: Failure of JAEIC to Receive Counter Espionage 

Information having Positive Intelligence Value 

1. Tab A shows wherein the Joint Atomic Energy Intelligence 
Committee failed to receive useful counter espionage information. 

2 0 Tab B is our proposed memorandum to the Director recom- 
mending that he take this matter up with the Federal Bureau of 
Investigation. 

3. Tab C is the draft letter to the Federal Bureau of In- 
vestigation. 

yfe should like to have your concurrences or comments on 
Tabs B and C just as soon as possible. 


PRESCOTT CHILDS, Chief, 
Coordination, Operations, 
and Policy Staff 


3 Ends. 
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